Richard H. Crompton 
LOW POWER BROADCAST EQUIPMENT 


248 Swedesford Road 
Malvern, Pennsylvania 


The 10 watt MARK I TRANSMITTER SYSTEM for college stations has met 


with such success that we have expanded to offer you ...... 


* Expanded production facilities to turn out a finer finished product, 
* Larger component inventory to allow more prompt shipments, 


* ONE YEAR GUARANTEE on equipment (excluding tubes & crystals), 


* And the NEW MARKII 25 WATT TRANSMITTER SYSTEM ! 


AQ units of Mark I and Mark II equipment have been delivered to colleges 
throughout the country during the past year with a resulting user response 


that any manufacturer would envy. 


This equipment is designed by engineers with the unique 
combination of an extensive professional engineering experience 
and over a decade of national leadership in college broadcasting, 
and is constructed and tested by outstanding professional radio 
technicians. 


Shouldn't your station consider installing these fine transmitters too? 


WRITE FOR SPEC SHEETS 


